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HARYANA GOVT. GAZ ., NOV . 7, 2006 (KRTK . 16 , 1928 SAKA ) 


[PARTI 


IRRIGATION DEPARTMENT 


Declaration 


The 27th October, 2006 


No. 14246 /8 - W - Whereas, it appears to the Governor of Haryana that the land described in the specification 
mentioned below , is needed urgently acquired by the Government, at the public purpose, namely , for construction of 
Siwana Link Drain from RD 0 to 8774 outfall at RD 5300 -L Mundhal Talu Link Drain in Village Siwana, Tehsil Bawani 
Khera , District Bhiwani: 


For which notification has been issued under Section 4 of Section 17 read with clause (c ) of Sub -section (2 ) 
of Section 17 of the said Act and published vide Haryana Government, Notification No 8466 18 -W , dated 
18th July , 2006 in Haryana GovernmentGazette Part-I. at PageN ........... dated ................ It is hereby declared 
that the land described in the specification below is required urgently for the above purpose. 

This declaration is made under the provision of Section 6 agreed with clause (c ) of Sub - section (2 ) of Section 
17 of the Land Acquisition Act, 1894 for the information of all to whom it may concern . 


Plans of the land may be inspected in the office of the Land Acquisition Collector/District Revenue Officer , 
Bhiwani Executive Engineer , Bhiwani Water Services Division , Bhiwani. 


Specification 


Tehsil 


Village 


Sr. District 
No. 


Hadbast 
No. 


Area in Rectangle/Boundary/Field No. 
Acres 


1 


2 


3 


4 


5 


6 


7 


8 


. 


1 . 


Bhiwani Bawani Khera Siwana 


132 


5.49 


107 


1, 10 , 11, 20 , 21 
Path No. 332, Plot No. 361 


98 


1 , 10 , 11, 20 , 21 


78 


1 , 10 , 11 , 20 , 21 


71 


1, 10 , 11 , 20 , 21 
Path No. 331 


55 


48 


1, 10 , 11, 20 , 21 
1 , 10 , 11, 20 , 21 
Path No. 


34 


1, 10 , 11, 20 , 21 
Path No. 


29 


1 , 10 , 11, 20, 21 


16 


1 , 10 , 11 , 20 , 21 
Path No. 334 


P. 


And generally laying in the direction 
from North to South as demarcated as 
shown in the Index Plan . 


By order of Governor of Haryana. 


+ 


A.C. SANGHI, 

Superintending Engineer, 
Yamuna Water Services Circle , Bhiwani. 


41721- C.S.H.G.P ., Chd . 


